SAINT  JOHNS  ROMAN  CATHOLIC  CHURCH 

was  the  immediate  result  of  the  death  of  John 
Carrel!  Jenkins  of  Company  G,  Second  Maryland 
Brigade  of  the  Confederate  Army  who  died  on 
October  11,  1861.  In  fulfillment  of  a  promise  which 
he  had  made  earlier,  his  family  built  the  Church 
at  the  location  where  he  was  fatally  wounded.  The 
Cornerstone  was  laid  1883  and  was  dedicated  to 
God,  September  7,  1884. 
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